Zoning Recodification Public Forum 
Meeting Agenda 


Wednesday October 18, 2017 
Arlington Town Hall Auditorium 
7:00 PM to 9:00 PM 


What 

Time 

Welcome and introductions 

7:00-7:15 p.m. 

(15 mins) 

Review of Documents 

7:15-7:45 p.m. 

(30 mins) 

Question and Answers 

7:45-8:45 p.m. 

(60 min) 

Adjourn 

8:45-9:00 p.m. 




